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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 35659 021717Z 
22 

ACTION HEW-06 

INFO OCT-01 EUR-12 ISO-00 OES-06 /025 W 

088322 

R021727Z DEC 76 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 7585 

UNCLAS PARIS 35659 

E.0.11652: N/A 

TAGS: OGEN, EIND, ETRD, TBIO, FR. 

SUBJECT: FDA ADVISORY - DEFECTIVE MEDICAL DEVICE - 
RECALL T-009-7 - 

REE. STATE 287109 

1. REFTEL REQUESTED POST CONTACT COBE S.A., 52 RUE DU 
CENTENAIRE, 94210 LA VARENNE ST HILAIRE TO DETERMINE 

IF CONSIGNEE HAD RECEIVED RECALL TELEX DATED OCTOBER 2, 
1976, CONCERNING THE OPTIFLO DISPOSABLE OXYGENATOR 
MANUFACTURED BY COBE LABORATORIES INC., WEST PLANT, 
1202 MCGAW AVE., IRVINE, CA. 92705. 

2. POST CONTACTED MR. DANIEL LE CARDINAL, MANAGING 
DIRECTOR OF COBE S.A., FRANCE, WHO STATED THAT HE 
HAD RECEIVED THE RECALL TELEX. 

3. NO MALFUNCTION HAD BEEN REPORTED. 

RUSH. 


UNCLASSIFIED 


NNN 
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